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STATINTL 


“CENTRAL INTELLIGENCE AGENCY 


WASHINGTON, D.C, 20505 — 
ae cS CS 
I. as ea 


July 7, 1977 


Mr. Richard Lee, Graduate Student 
Nuclear Engineering Program 
College of Engineering 

University of Maryland 

College Park, Maryland 20742 


Dear Mr. Lee, 


Your June 7 letter to the Public Affairs office was referred 
to me, and I am pleased to be able to respond affirmatively. 


, Chief of the Nuclear Energy Division of - 
CIA's Office of Scientific Intelligence, has agreed to speak 
before your Nuclear Engineering Program seminar on September 27 
1977. His presentation will be entitled Nuclear Intelligence. 
He plans to discuss some aspects of CIA's nuclear intelligence 
research programs and their importance in support of US foreign 
policy. I am including a copy of a brief bio (iii STATINTL 


Please contact me when it is convenient (on 351-6933) so that 
we may be able to make complete arrangements for 


aes 
appearance. STATINTL 


STATINTL 


Coordinator for Academic Relations 
and External Analytical Support 


Enclosure 
As Stated 
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